TRINITY  CHURCH,  Wall  Street  and  Broadway,  New 
York  City.  Founded  1697.  Present  edifice  in  Perpen- 
dicular Gothic,  consecrated  Ascension  Day,  1846. 
Architect:  Richard  Upjohn.  The  windows  dating  from 
the  construction  of  this  building  are  among  the  old- 
est stained  glass  windows  made  in  America.  The 
banners  represent  historical  events  in  the  long  his- 
tory of  the  parish  and  daughter  Chapels  founded  in 
New  York. 


